Specimen Clearly Contaminated 



Epitestosterone 

Reference 

Free 

0.44 

USADA0283 

Conjugates 

5.7 

USADA0288 

Ratio 

7.7% 

(>5%) 


No basis to proceed according to WADA rules 


Remember: More than 5% means the specimen is contaminated or degraded 
and should not be used. 

Just like food with mold or maggots, such a sample should not be used. 

The table shows the math: 7.7% degraded epitestosterone. 

According to WADA protocol, since the epitestosterone level exceeds 5% (it 
is 7.7%) the specimen should not have been evaluated for an adverse 
analytic finding. 

It should have stopped here. 

The relevant screenshots are on the next page. 
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